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Thirdly. As these two suggestions are designed
to make the Bank as strong as possible, we should
look at the rest of our banking system, and try to
reduce the demands on the Bank as much as we
can. The central machinery being inevitably frail,
we should carefully and as much as possible
diminish the strain upon it

But to explain these proposals, and to gain a
full understanding of many arguments that have
been used, we must look more in detail at the
component parts of Lombard Street, and at the
curious set of causes which have made it assume
its present singular structure.